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of Philip Morris and Competitive Brands 


Attached is a copy of the subject report based on 
cigarettes manufactured during the period December, 1982 
through April, 1983. 

The CO deliveries of both Kool Lights 100 (10 to 8 mg) 
and Raleigh Lights'100 (13 to 11 mg) decreased correlating 
with an increase in filter ventilation. 

The CO deliveries of Salem 85 (16 to 18 mg) increased 
resulting from the elimination of filter ventilation. 

The CO deliveries of Salem Lights 85 (8 to 10 rag) 
increased correlating with a decrease in filter ventilation. 

The following new brand was added to the tables of 
this report: 


Players Menthol 85 (Box) ~ Philip Morris 
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